A CYARK 

Brandenburg Gate, Germany 
Project Data Summary 


Date Captured: August 2015 

Capture Team: University of Stuttgart's Institution of Photogrammetry and CyArk 

Data Extents: 



Extent of LiDAR shown in gray and photogrammetric data is designated by yellow points 

Data Available: 


Data Type 

Quantity 

File Size(ZIP) 

Description 

Scan (E57 Scan Data) 

156 

45.2 GB 

□ Phototextured scans 
/ Untextured scans 

Photogrammetry (JPEG 
Photographs) 

2793 

11.5GB 

/ Terrestrial images 
□ Aerial images 












